STUCK IN THE  UMSHAGASHI RIVER

Colonel A. H. M. Edwards, the Commandant-General of the
Rhodesia Defence Force, on a tour of inspection.

DRIVING THROUGH  VIRGIN BUSH IN PORTUGUESE
EAST AFRICA